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CORRIGENDUM 


The 16th November , 1976 


No. Z - 42A /LA - IV / T - 168 / 9036. — In Haryana Government Public Works Department Buildings 
and Roads Branch Notification No. Z -42A /LA -IV / T- 100 /4806 , dated 25th August, 1975 published in 
Har yana Government Gazette , dated 16th September , 1975 , in remarks /Khasra No. Column . 


77 


Khasra No. 


sball be substituted by 


25/3 


Khasra No. 


77 


25/2 


( Sd .) 


Superintending Engineer, 
Bhiwani Circle , P.W.D., B. & R , Branch , 

Bhiwani , 


PUBLIC HEALTH BRANCH 


(ROHTAK CIRCLE ) 

The Sth November , 1976 
No. 20842. - Whereas it appears to the Governor of faryana that land is likely to be needed by 
the Government, at public expense, for a public purpose, providing Water Supply Scheme Focal village 
Sidhrawli, District Gurgaon , it is hereby notified that the land described in the specification below is 
required for the above purpose . 

This notification is made under the provisions of section 4 of the Land Acquisition Act 1894 , to 
all whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is pleased 
to authorise the officers for the time being engaged in the undertaking with their servants and workmen to 
enter upon and survey any land in the locality and do all other acts required or permitted by that 
scction , 


Any person interested in the above land, who has any objection to the acquisition thereof , may 
within thitry days after the date on which public notice of the substance of this notification , is given in the 
locality, file and objection in writing before the Laoj Acquisition Collector , Public Works Department, 
Buildings and Roads Branch , Ambala Cantt . 


SPECIFICATION 


Khasra No. 


Remarks 


District 


Tehsil 


Locality 


Hadbast No. 


Area 

in 
acres 


2 


3 


4 


5 


6 


7 


Gurgaon 


Gurgaon 


Sidhrawli 


139 


0.45 


No. 


34 


2 


2 


1 


2 


A. N. MEHENDALE, 


Superintending Engineer , 
Rohtak Public Health Circle , 
Haryana , P.W.D., Rohtak . 


